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Center for Strategic & International Studies 

Georgetown University • Washington DC 


21 May 1986 


The Honorable William Casey 
The Director of Central Intelligence 
Old Executive Office Building 
Room 345 

Washington, D. C. 

Dear Bill, 


Per our Tuesday, 20 May, phone conversation, enclosed is the 
text of what I plan to send to U« S«A> Today , at its request, for 
publication as a "guest editorial" on Thursday, the 22nd, 


I have sent a copy to 


to vet for accuracy, and 


of course have also sent a copy to the Publications Review Board, 


STAT 


If you have any comments, particularly about any mistakes I 
may have made, please give me a call. 

With thanks and, as always, warmest regards. 


Sincerely, 



GAC : sch 
Enclosure 


£ 


1800 K Street Northwest. Suite 400 • Washington, DC 20006 • Telephone 202/887-0200 


Sanitized Copy Approved for Release 2011/09/27 : CIA-RDP91-00587R000100230022-4 




